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Message Text 


CONFIDENTIAL 

PAGE 01 NICOSI 02896 030541Z 

15 

ACTION OC-05 

INFO OCT-01 EUR- 12 CCO-OO ISO-OO OCL-OO /018W 

106323 

R 291409Z SEP 75 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC 2410 
INFO AMEMBASSY ATHENS 
AMEMBASSY BEIRUT 
AMCONSUL FRANKFURT 

CONFIDENTIAL NICOSIA 2896 

E.O. 11652: XGDS-2 
TAGS: ACOM, ASEC 

SUBJ: SKYLINK INSTALLATION - NICOSIA 

DEPT FOR A/OC; ATHENS FOR ATO/TSO; BEIRUT FOR RCO; FRANKFURT 
FOR RSS/RTC 

1. ATO SKYLINK INSTALLATION TEAM AT POST RECOMMENDS STRUCTURE 
ENCLOSING ANTENNA ON ROOF BE FINISHED MORE COMPLETELY, THEREFORE, 
POST REQUESTS APPROVAL TO APPLY ONE COAT OF PLASTER AND ONE TYROLEN 
FINISH TO BRICK WALLS OF STRUCTURE (INTERNAL AND EXTERNAL). 

2. LOCAL ENGINEER HAS SUBMITTED WRITTEN EXTIMATE OF $92.10 FOR 

THIS PROPOSED WORK. PLEASE ADVISE SOONEST. AND PROVIDE FISCAL DATA. 
CRAWFORD 


CONFIDENTIAL 
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